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with other town agencies as specified in Section D.2 below, that th( of this bylaw as well as its specific criteria are met. In making such d nation, the SPGA shall give consideration to the simplicity, reliabili feasibility of the control measures proposed and the degree of threat ter quality which would result if the control measures failed. The shall explain any departures from the recommendations of the othe agencies in its decision.
2.   Review by Other Town Agencies. Upon receipt of the special application,     the     SPGA    shall     transmit     one     copy    ea<
________________________for their written recommendations. '.
to respond in writing within 30 days shall indicate approval by sai< cies. The necessary number of copies of the application shall be fui by the applicant.
3.   Special Permit Criteria. Special permits under Section______
shall be granted only if the SPGA determines, in conjunction witl town agencies as specified above, that groundwater quality resultin on-site waste disposal and other on-site operations will not fall belc eral or state standards for drinking water, or, if existing groundwate ity is already below those standards, on-site disposal will result in ther deterioration.
4.   Submittals. In applying for a special permit under this section, formation  listed  below shall  be  submitted  as  specified  in  J
a.  A complete list of all chemicals, pesticides, fuels, and other tially toxic or hazardous materials to be used or stored on the prer quantities greater than those associated with normal household i companied by a description of measures proposed to protect all: containers/facilities from vandalism, corrosion, and leakage, provide for control of spills.
b.  A description of potentially toxic or hazardous wastes to be ated, indicating storage and disposal methods.
c.  Evidence of approval by the Massachusetts Department of Ei mental Quality Engineering (DEQE) of any industrial waste tre; or disposal system or any wastewater treatment system over 15,0 Ions per day capacity.
d.  For underground storage of toxic or hazardous materials, e\ of qualified professional supervision of system design and instal]
e.  Analysis certifying compliance with Subsection D.3. of !
_________________such analysis to be done by a technically qi
expert.
E.  Design and Operations Guidelines
Except for single-family dwellings, the following design and op( guidelines shall be observed within the Water Resource District.